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Quick guide to setting of the doser unit on Espresso machines 


When the upper piston is correctly positioned, the coffee unit can operate with coffee doses of 5.5 to 
7.5 g. 

The dose adjusting lever can be positioned in one of the 6 reference notches, bearing in mind that: 

- the dose is increased by lifting the lever 

- the dose is reduced by lowering the lever 

- each notch changes the dose by approximately 0.25 g 

In addition, when the lever is fully rotated upwards, the ratchet can be released from the groove in the 
dose regulator and replaced into a different groove to change the average dose setting, and namely: 

- low 6 g =t 0,5 

- medium 7 g =t 0,5 

- high 8 g ± 0,5 

To take the dose just remove the coffee unit and press the appropriate key from the Maintenance menu. 

To change the piston position: 

- remove the snap ring from its seat 

- place the piston in the proper adjusting notches 
. less deep notches for 5.5 to 6.5 g doses. 

. deeper notches for 6.5 to 7.5 g doses. 


1. Coffee Grinder 

2. Grinder adjustment knob 

3. Dose regulator 

4. Dose adjusting lever 

5. Reference notches 
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